Chapter 1. Broadband and Fibre Optics Technology 


A. Multiple Choice Questions 


1. (a) 2. (b) 3. (a) 4. (d) 
5. (a) 6. (a) 7. (b) 8. (a) 
9. (a) 10. (a) 11. (a) 12. (b) 
13. (c) 14. (c) 


B. Fill in the Blanks 


Fibre Cables 

Digital 

Wireless 

Analog to digital 

Fibre optics 

guided or unguided 

Serial 

Cable TV networks and Telephone networks 
home page 

amplifier or repeater 
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C. State whether True or False 


True 
True 
True 
True 
False 
True 
True 
False 
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Chapter 2. Data Communication 


A. Multiple Choice Question 


(c) 
(d) 
(d) 
(c) 
(c) 
(b) 
(d) 
(c) 
(a) 
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B. Fill in the Blanks 


12. 
13; 
14. 
15. 
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Both direction 

single 

guided 

video transmission 

unguided media 

cross talk and electromagnetic 
reflection and refraction 
electrical 

electric and magnetic 

twisted, coaxial and fibre optics 
100 metres 

total internal reflection 

glass and plastic 

crosstalk 

total internal reflection 


C. State whether True or False 
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False 
True 
True 
True 
True 
False 
False 


Chapter 3. Fibre Optic Communication 


A. Multiple Choice Question 


12; 
13. 
14. 
15. 
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(d) 
(a) 
(a) 
(c) 
(a) 
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NOTES 
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NOTES B. Fill in the Blanks 


12. 
13. 
14. 
15: 
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bend 

seven 

core 

total internal reflection 

parellel 

smaller 

hard-plastic coating. 

tensile strength 

less 

more, amplified signal 

photo detector, signal amplifier and signal restorer 
Chromatic dispersion 

incoherent 

graded index 

absortion, scaterring and bend loss 


C. State whether True or False 


T2. 
13. 
14. 


= = 
= o SyF nu BONE 


True 
True 
False 
False 
False 
Trug 
False 
False 
False 
False 
True 
False 
True 
False 


Chapter 4. Tools and Equipment 


A. Multiple Choice Questions 
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(d) 
(a) 
(c) 
(d) 
(c) 
(a) 
(b) 
(b) 
(a) 


OPTICAL FIBRE SPLICER — Cıass IX 


B. Fill in the Blanks NOTES 


1. clockwise direction 
2. anticlockwise direction 
3. eight 

4. plastic, glass, metal or from any ceramic material 
5. faster, cleaner, 

6. continuity,cable functionality 

7. mechanical splicer 

8. carbide or diamond 

9. 30mm, 60mm 

10. connector 


Chapter 5. Splicing 


A. Multiple Choice Questions 


(a) 
(a) 
(a) 
(c) 
(c) 
(a) 
(a) 
(a) 
(c) 
(a) 
11. (d) 
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B. Fill in the Blanks 


0.3dB 

0.1dB/Km 

Precisely 

attenuation loss, accuracy 

optical time domain reflectometer 
tissue paper and isopropryl alcohol 
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Chapter 6. Optical Fibre Testing 
A. Multiple Choice Questions 


(a) 
(a) 
(a) 
(c) 
(a) 
(b) 
(a) 
(a) 
(a) 
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NOTES B. State whether True or False 


jä 


False 
True 
True 
True 
True 
True 
True 
True 
False 
True 
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Chapter 7. Occupational Health and Safety 
A. Multiple Choice Questions 


(a) 
(a) 
(c) 
(d) 
(d) 
(d) 
(c) 
(d) 
B. Fill in the Blank 


Hand 

injured 

dealth 

flammable gasses 

injury 

C. State whether True or False 
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True 
True 
True 
True 
True 
True 
True 
True 
False 
False 
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OPTICAL FIBRE SPLICER — Cıass IX 


